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PARTIH 

Stores Purchase 


Health Services Department 

TENDER NOTICE 

No.B-916(2)/2011. 20th October 2011. 

Sealed tenders are invited for the supply of “Special 
MCR Chappals” tailored to patient needs, with adequate 
measurements to be taken in person by visiting the 
inpatient wards—150 pairs to Govt. Leprosy Hospital, 
Koratty. 

Tenders should be superscribed tender for Special 
MCR Chappals and addressed to the Superintendent, 
Government Leprosy Hospital, Koratty. Late tenders will 
not be accepted. The tenders will be opened at 
3 p. m. on 7-12-2011 in the presence of such of the 
tenderers or their authorized representatives who may be 
present at that time. The EMD will be 1% of the amount 
quoted. 

Intending tenderers may on application to the 
Superintendent, Government Leprosy Hospital, Koratty 
obtain the requisite tender forms on which tenders 
should be submitted. Application for the tender form 
should be accompanied by a cash remittance of 
450+4% VAT+1% Cess which is the price 
fixed for a form and which is not refundable under any 
circumstances. The tender forms are not transferable. Sale 


of tender forms will be closed at 3 p. m. on 6-12-2011. 
Cheques, Postage Stamps etc. will not be accepted towards 
the cost of forms nor will the forms be sent per V.P.P. 
Duplicate tender forms, if required will be issued at 
200+4% VAT +1% Cess per copy. 

Govt. Leprosy Hospital, (Sd.) 

Koratty. Superintendent. 

TENDER NOTICE 
[No. 12/11-12] 

No. A5/6054/2011. 4th November 2011. 

Sealed competitive tenders are invited from the 
reputed firms/companies for the supply & installation of 
Biomedical incinerator at District Hospital, Palakkad. 

Description of the Items—Biomedical incinerator with 
100 Kg./hr. capacity Diesel based. 

PAC—' 25 lakhs. 

EMD—' 25,000. 










Cost of tender form—' 3,954. 


TENDER NOTICE 


The tenders should be superscribed “Tender for 
installation of Biomedical incinerator” and should be 
addressed to the Superintendent, Dist. Hospital, Palakkad. 
The intending tenderers may obtain the requisite tender 
forms from the Office of the Superintendent from 10 a.m. 
to 3 p.m. on all working days on payment of required 
fee/cost from 18-11-2011 to 28-11-2011. The last date for 
receipt of duly filled in tender forms will be till 3 p.m. on 
30-11-2011. The tenders received within the stipulated time 
will be opened at 3.30 p.m. on the same day in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may submit an application to the 
Superintendent, District Hospital, Palakkad to obtain the 
requisite tender forms on which the tenders should be 
submitted. The tender forms are not transferable Cheques, 
Postage Stamps etc. will not be accepted towards the 
cost of the forms nor will the form be sent through VPP 

The intending tenderers should enclosed EMD in lieu 
of tender by way of DD payable at Palakkad in favour 
of Superintendent, District Hospital, Palakkad along with 
the tender. The successful tenders should execute an 
agreement as in appendix XIV of store purchase manual 
and will remit security deposit of 5% of the total 
amount by way of D.D./Bank guarantee in favour of 
Superintendent, District Hospital, Palakkad. 

Superintendent, District Hospital, Palakkad reserves 
the right to accept, reject or to cancel the tender received 
without assigning any reason thereof. Tenders shall 
satisfy special conditions appended to this notice and 
other general conditions on tender will also be applicable. 
Further details of the tender can be obtained from the 
Superintendent, during Office hours up to 28-11-2011 
at 3 p.m. 

Special Conditions 

1. The tenders shall invariably incorporate detailed 
technical specification approved by the Central 
Pollution Control Board. 

2. The cost shall be for complete and all works 
in relation to the installation of the plant except 
civil works of the building. 

3. The plan/requirement of building shall be specified 
along with the tender. 

4. Power requirement details should be specified in 
detail. 

5. Warranty period after installation shall be 
specified. 

6. AMC/CMC rate chargeable after warranty period 
shall be required. 

7. Average fuel consumption and water consumption 
shall be specified. 

8. Any other requirement for the routine functioning 
like chemical, oil or any other items shall be 
specified. 


No. S3-10304/2011. 25th October 2011. 

Sealed tenders in the prescribed forms are invited for 
the supply of the following items to Medical College 
Hospital, Calicut. 

Details of Item—Laser X-ray film (DVB Film) 
10" x 8" for CR System—40 Catridges Size (125 film/ 
Catridge). 

Superscription Tender Number should be specifically 
noted as S3/10304/2011. 

Price of tender (in duplicate) ST (cash only/Money 
order) —' 563. 

Date and time of close of sale of tender form— 

28- 11-2011 at 3 p.m. 

Date and time for receipt of tender—29-11-2011 at 
5 p.m. 

Date and time for opening of tender—30-11-2011 at 12 
Noon. 

Date up to which rates are to be firms—31-3-2012. 

Address of officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Kozhikode-8. 

(8c9jOS>1cBc 0S)OS 6)l2CUilc0S)«53 (SiftOGgK! (3T3)(/8JnJ(.«n1(!Q)1cSejc0O 
«r> 06 )(p nJOtrojanDcu rrufflfflnj ffl^t^jarKrolcn odlcmulan CBaOOORSTmlroS 
cnflraS fflujaiSdj) os6neojcft)<A cMdsrnliqigiiftoaaiaTO. 

6D(T> Oil OKOo - 10" X 8" (B£J<TOc3 a<j)c& <TU6)0 nOle/lo 

(curl. ojI. 6ttj 1 . anleilo) end. raises. oral cru o rara/l cn — 
40 <ft,og(s1cu)ss (125 (^Imlo/c&ogislajDSs) 

6 issn §(3 ( 3 ra<r»cr»c 9 S)janD cft.aioIcnjajcOjglcsiS 6 issn §(3 mcnj (3 

n3)(TU3/l0304/2011 CtjflQQXtJll 25-10-2011 n£)Crn cft>O6rril^|1ffl1c0616TT)o. 
6iS6nedl0oij) ailei socebcru rarescosio—' 563. 

6)S6n3«i (Baoooo rareojerooen anlcmtroltmjo 

cruacraaijo—28-11-2011, 3 asnol. 

s)S6nec8 <flj1(s§6ne raiaoicruocn (mlcoumlcnijo crufflcoxiijo— 

29- 11-2011, 5 a 6 rril. 

6)S6nec8 S)nJ0g1c9S)JCTT) (mlcDHTOlcffijo <TU(2Kr»(UJo - 30-11-2011 

gijQ»c96> 12 fflSITDl. 

6)S6neo1«53 njocmjcm cblOc0sy}cft>c/3 (.njosiuei^astmleilol 
escoosne oytorail—31-3-2012. 

61S61TE(3 (BoDOOo cftilgjaDCJIJO nJjraliTjlTj (3Td0Q)CQ)CSc9fi)6ng 
cmjffloas oileiocruo—crujLoJsne, ffnacuilcBSiroS G<ft>0(sgs3 carajaajnJiOTil, 

Gcft>0S>toc96)0S. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 


District Hospital, 
Palakkad. 


(Sd.) 

Superintendent. 


3(3a£jocru njacru^o 
[fDOUca 4/g>.g>./2011-12] 

cnmj(3 cuil3-960/20ii. 2011 cnajo6mc3 4 . 

Gcfljfflg torutSsmfScSffljcsajsnel a®cftcnjlca>^§1cij r^ffl&jlaytocS, 
fflacSSiocnIcefflroS (uilailnidaS, rarajejojjs 1 60 cafleejo oacug 6iag«53 

60 % cru6)6)nj fflujt^joTKmlcn ararufflauioeoajajgg ajissKU^j 

3(8^ej0(Tujcft.a3 cftaisnDl^jjDcft.oggjcmj. 

gcsgao raras&raS ot>j cft>—' 1 , 20 , 000 . 

(T)l0«5)t,f3OJ < ! > o-cft>J0§ 61n_KX^(Tr) «5>2cft)C!C»j6)S 1%. 

B(3<^ejocru (,<->Ji 2 i 06 mcara>l 6 >cig culei—' 400 + gl. 

(.njoj^rarwl cm°l(3(Sc006rB Aoeiocuu/l —2 rara)^. 

B(3dejocru (n-i2)06rn63Bgj6)s cnlraSijjcn ag)<fecn51<ft>^j§“loj 
a®6raul0D°lcS2)(3, 0fflo0fi)O<T)1c9SK!53 CU)1 Oil cfld Cl3, C31())£i (Jjj CP OSJfflS 
cftiOffl^oejcffiraTwlKsS crilcro 1-12-2011 a^cmcnS 6-12-2011 010® 
(.runi(3rarai1 ol an 63i3g1ra8 cooculfflej 11 a6rril ajancoS g^cri/es® 
1 fflsm1eu6io. 

ra^rieiocru crojl<ft> ®1 eastern railtD)cmlasjo cruaooxujo— 

6-12-2011, 3.30 0614)10161(3. 

(3(3dejocru raijocesjan cmlcnxOTlcn^o cruaaso^o— 6 - 12-2011 
fflfflajtSjjGcmfflo 4 m6m1. 

flioj mi,memocft>c/3 

1 . c3(3‘1£jocto [njaosTDcmgilcniag careenJeftiiKScffiOfflsoiTjo 

croaocn cotcdT oa.gTco3 njol^jcreo cftosmlcesijom 

CTUOcft&n.ciJt.Olo o0O82fflOCSc9S)6ne«51O6rD. 

2 . f3(3^£iocru cru o 6ni cruil J sseiafleai aj<ft>j ijjlraS 
cnlejcul eijgg n£)£jo oj^oj crun <ft>gjo 6oro 
3^>^ejomjlcnjo 6niou)c9jao6rT>. 

3 . cnlaailcm miacrao <ft>cpl6T3T!j) eje1<ss)jcrr) <3(3^eiocnij<ft>«3 
crujltftffllceaicmcmej. 

o 50 

4. lnJffl06rr>63T3o3 0>nJO£1OCI»1 (319)01(0^ a jggclic3 (_nja061D 

«5Tt5)l6)0$ QjleKBCQJO 6)S0o_|o ' 50 cftJSl (SlnJOCOS 

6)njejnilcr)ocs3il (3idcs3xs2)ec006n§«»O6rD. 

5 . n^siraiffijlejjo cftorasiTKaTmoraS si oloicruo cmaaiuilcmoaij 

cft.cr!)O06mffi3lra3 caTdsjrarro inJOJ^cmrol dlnjcruo ocS^eiocru 
anjocssijcmccnocisifflicoffljo. 


a®cftcnilcft)^2§1nj ag)siajlcn1cr»oj6)s 
cSjOffl^oejcrso, oateaoaolcosiras ajulailniia®, 
carajejiTjjcp. 


^ ( a lJ) 

a^cfecnilcOj^glcu 

ti3)6Tajlao1cD)(3. 





